EPA  Superfund  Program 
USACE  Indirect  Overhead  Rates 
As  of  November  2013 


General  & 

Departmental 

Combined 

Administrative 

Overhead 

Overhead 

Division/District 

Overhead  Rate 

Rate 

Indirect  Rate 

North  Atlantic  Division: 

Baltimore  District 

20.25% 

45.80% 

66.05% 

New  England  District 

20.25% 

45.80% 

66.05% 

New  York  District 

20.25% 

45.80% 

66.05% 

Norfolk  District 

20.25% 

45.80% 

66.05% 

Philadelphia  District 

20.25% 

45.80% 

66.05% 

Northwestern  Division: 

Omaha  District 

14.00% 

48.00% 

62.00% 

Kansas  City  District 

14.00% 

48.00% 

62.00% 

Seattle  District 

14.00% 

48.00% 

62.00% 

South  Atlantic  Division: 

Mobile  District 

19.00% 

41.90% 

60.90% 

Jacksonville  District 

19.00% 

41.90% 

60.90% 

Savannah  District 

19.00% 

41.90% 

60.90% 

Wilmington  District 

19.03% 

41.86% 

60.89% 

South  Pacific  Division: 

Albuquerque  District 

22.80% 

45.90% 

68.70% 

Los  Angeles  District 

22.80% 

45.70% 

68.50% 

Sacramento  District 

22.25% 

44.72% 

66.97% 

San  Francisco  District 

22.25% 

44.72% 

66.97% 

Southwestern  Division: 

Tulsa  District 

20.00% 

50.80% 

70.80% 

Great  Lakes  & Ohio  River  Division: 

Huntington  District 

17.80% 

43.90% 

61.7% 

Louisville  District 

17.80% 

43.90% 

61.7% 

Chicago  District 

17.80% 

43.90% 

61.7% 

Buffalo  District 

17.80% 

43.90% 

61.7% 

*Detroit  District 

17.80% 

22.10% 

39.9% 

*(Note:  Grand  Haven,  Ml  field  office  Departmental  O/H  Rate  is  22.10%/Detroit 
District  Program  Manager  of  projects  has  Departmental  O/H  Rate  of  43.90%) 

Mississippi  Valley  Division: 

St.  Louis  District  16.20%  46.90%  63.10% 
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